Disclaimer 

2 nd Version 

The specified CDC protocol cited in the Federal Register/Vol.62. No.85, 24115 through 24119, 
Standards Addition Assay, II.B.l. through 12., was followed as written and results reported with 
specified recovery correction, II.D.8. In II.B.2., instructions and calculations related to the 
nicotine and internal standard concentrations are in error. 


Transmittal Form - Acronyms 

CDC - Centers for Disease Control and Prevention 

PTL - Product Testing Laboratory 

ARD - Analytical Research Division 

LIMS =* Laboratory Information System 

HP — Hewlett Packard 

PPI - Policy and Procedure Instruction 
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